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GREEK KINGS OF BACTEIA AND INDIA

Metal
No.

Obverse

Keverse

M
134 l

135

JE
136

137

138

139

140

141

142

143
144

As on No. 133.

W. 258.
8. 1-4.

W. 59,
8. -8,

As on No. 133.
G.B.

As on No. 133; no monogram,
but below AIKASOY the letters

nr

PL III.

Barbarous imitations of the above in copper

As   on   No.  133 ;   barbarous
design.

W. 225.
8. M5.

W* 230.
8. 145.

W. 210.
8. 1-2.

W. 212.
8. 1-05.

As on No. 136, but smaller size.

W. 55.
8. -75.

W. 52-60.
8.-7.

W. 55.
S.-7.

As on No. 133, but Greek words
blundered.
G.B.

As on No. 136, but instead of
Zeus, a horse walking to 1.
G.B.

PL III.

PL III.

G.B.

1 A barbarous imitation of No. 133.